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J Play this theme for @ 8 measures 
= 100 ~ 112 and repeat @ 8 measures upon each return 
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Isolate 4 and improvise for at least one minute. 
Each improvisation should be at least one minute 
and no more than an hour. 



Isolate 7 and improvise 
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Isolate 5 and improvise 
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Isolate 3 and improvise 


Build the ending up for 16 measures and BASH IT 
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